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TAGS: TECH, ENRG, NATO, TGEN 

SUBJECT: CCMS GEOTHERMAL ENERGY: FRENCH PLAN HOST 
LOW TEMPERATURE (NON-STEAM) GEOTHERMAL ENERGY CON- 
FERENCE IN JUNE 

1. GOF CCMS GEOTHERMAL ENERGY COORDINATOR PAUL 
SANGNIER HAS INFORMED SCIATT THAT THE FRENCH ARE 
PLANNING TO HOST A CONFERENCE IN JUNE ON LOW TEMP- 
ERATURE GEOTHERMAL ENERGY, THAT IS EXCLUDING STEAM, 
TO WHICH THEY WILL BE INVITING NATO COUNTRIES AND 
OTHER, OBSERVER, COUNTRIES UNDER CCMS AUSPICES. 

2. SANGNIER PLANS TO HAVE INVITATIONS AND A 
PROPOSED PROGRAM ISSUED AROUND MARCH OR APRIL. 

3. MFA/CCMS COORDINATOR STUY CK-TAILLANDIER TOLD 
SCIATT ON 6 FEBRUARY 1975 THAT THE MFA FAVORED 
HOLDING THIS CONFERENCE. 

4. FURTHER INFORMATION WILL BE FORWARDED AS RE- 
CEIVED. 
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